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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 KUALA 02117 211015Z 

44 

ACTION OPIC-06 

INFO OCT-01 EA-06 ISO-OO EB-07 L-02 AID-05 TRSE-00 /027 W 

102460 

R210905Z APR 75 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 9622 


LIMITED OFFICIAL USE KUALA LUMPUR 2117 

E.O. 11652: N/A 

TAGS: EINV, MY 

SUB J : ISSUE OF OPIC'S "TOPICS" 

REF: KUALA LUMPUR 2105, 2081, 2031, 2006, 1964, 1862; 

STATE 88637 

1. LEGISLATION INITIATED BY GOM (SEE REFTELS) SUBSEQUENT 
TO SEDLAR VISIT AND EXPECTED TO BECOME LAW SOON RAISES 
QUESTION OF EXTENT TO WHICH INVESTMENT CLIMATE IN 
MALAYSIA WILL CONTINUE TO BE PERCEIVED AS FAVORABLE. 

2. AMENDMENT OF PETROLEUM ACT PERMITS PETRONAS TO TAKE 
OVER MANAGEMENT OF COMPANIES DISTRIBUTING PETROLEUM 
PRODUCTS. INDUSTRIAL COORDINATION ACT REQUIRES MANU- 
FACTURERS TO SEEK LICENSE FROM MINISTER TRADE AND INDUSTRY 
IN ORDER TO CONTINUE OPERATIONS. 

3. MUCH WILL DEPEND ON MANNER OF IMPLEMENTATION BUT 
UNTIL MORE IS KNOWN, IT IS CLEARLY INAPPROPRIATE RPT 
INAPPROPRIATE TO PROCEED WITH "TOPICS" ISSUE ON MALAYSIA 
AS PRESENTLY WRITTEN. RECOMMEND WE HOLD OFF UNTIL WE 
K OW BETTER WHERE WE STAND. AT THAT TIME WE CAN 
CONSIDER WHETHER OR NOT TO REDRAFT AND PUBLISH. 

UNDERHILL 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: LAW, PETROLEUM, INVESTMENTS, AMENDMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KUALA02117 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 39-0074 
From: KUALA LUMPUR 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750433/aaaabelv.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OPIC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 KUALA LUMPUR 2105, 75 2081, 75 2031, 75 2006, 75 1964, 75 1862 

Review Action: RELEASED, APPROVED 

Review Authority: GolinoFR 

Review Comment: n/a 

Review Content Flags: 

Review Date: 22 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 JUL 2003 by BoyleJA>; APPROVED <23 JUL 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ISSUE OF OPIC'S "TOPICS" 

TAGS: EINV, MY, OPIC 
To: STATE 
Type: TE 
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